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9109200176   Forwards   amends   98    &   87    to    licenses    NPF-10    &   NPF-15,
respectively.Amends add surveillance requirement to TS  3/4 5.2 which would
venfy.every 12 h,position of containment emergency sump isolation valves.
KOKAJKO.LE. Project Directorate V. 91/09/05. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 59164:070-59164:090.

-9109200193 Amends 98 & 87 to licenses NPF-10 & NPF-15,respectively, adding sur-
veillance requirement to TS 3/4 5.2 which would verify.every 12 h.position of contain-
ment emergency sump isolation valves.
DYER.J.E. Project Directorate V. 91/09/05. 16pp. 59164:073-59164:088.

-9109200272 Safety evaluation supporting amends 98 & 87 to licenses NPF-10 & NPF-
1 S.respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp.
59164:089-59164:090.

9109180135 Forwards response to NRC 910807 request for addl info re station blackout
analysis for facilities.Calculations E4C-017,Rev 0 & M-73-116,Rev 1 also encl.
ROSENBLUM.R.M. Southern California Edison Co.  91/09/12.  Document Control
Branch (Document Control Desk). 13pp. 59127:260-59128:050.

-9109180140 Rev 0 to "125 Volt Battery DC Sys Sizing."

*   Southern  California  Edison  Co.   E4C-017   ROO.   89/08/17.   27pp.   59127:274-
59127:300.

-9109180142 Rev 1 to "Room Temp Response During Station Blackout"
SHLAFMAN.I., SISTOS.A.D., WHARTON.M.A. Southern California Edison Co. M-73-
116 R01. 90/05/21. 91pp. 59127:301-59128:050.

9109260019 Notification of contract execution.mod 6,Task Order 12, "San Onofre.lntake
Structure Evaluation," to "Technical Assistance in Support of NRC Licensing Activi-
ties." ContractonViking Sys Intl.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D-
17621. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director
(Post 870411). 1p. 59221:009-59221:010.

-9109260072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, "San
Onofre.lntake Structure Evaluation," to "Technical Assistance in Support of NRC Li-
censing Activities."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18.
SALUJA.J. Viking Systems International. 1p. 59221:010-59221:010.

9109300175 Notification of 911092 meeting w/util in Rockville.MD to discuss details &

KOKAJKO.LE. Project Directorate V. 91/09/19. DYER.J.E. Division of Reactor
Projects - III,IV,V (Post 901216). 4pp. 59243:212-59243:215.

9109270078  Concludes that facility  MSIVs  remain  capable  of  performing  safety
function.based on encl assessment of operability & advises of plans to perform boros-
copic insp of MSIVs during Cycle 6 refueling outage scheduled for Jan 1992.
ROSENBLUM.R.M. Southern California Edison Co.  91/09/24.  Document Control
Branch (Document Control Desk). 7pp. 59222:021-59222:027.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051. "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109180018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109160030 Notice of violation from insp on 910708-12.Violation noted: on 910522,11-
censee radwaste shipment arrived at low-level radwaste burial Site w/loose cask tie-
down cables & not fully tightened metal expansion ring for holding cask.

* Region 5 (Post 820201). 91/08/28. 1p. 59096:335-59096:335.

-9109160048  Insp  repts 50-206/91-21.50-361/91-21   &  50-362/91-21   on  910708-
12.Violations noted.Major areas inspectedrpersonal dosimeter program.radiological
survey program.health physics & chemistry staffing & occupational exposures.
CARSON.LC., YUHAS.GP. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-
59096:346.

9109080055 Responds to NRC 910802 Itr re violations/deviations noted in Insp Repts
50-206/91-19,50-361/91-19      &      50-362/91-19       on       910601-0713.Corrective
actions:Procedure SO123-0-21 re equipment status control revised on 910819.
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 13pp. 59032:084-59032:096.

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89-
001 .Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri-
mary water stress corrosion cracking.Encl withheld.

ROSENBLUM.R.M. Southern California Edison Co. 91/08/30. Document Control
Branch (Document Control Desk). 4pp. 5Go76:085-59076:088.

9109200187 Forwards audit trip rep-; j C-F-. Owner Group pressurizer surge line thermal
stratification evaluation program ,o address NRC bulletin 88-011 issues.
KOKAJKO.LE. Project Direct era's V. 91/09/13. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 14pp. 59164:019-59164:032.

9109240448 Notification of contract execution: "Safety Sys Methodology Initiative Team
Insp San Onofre," awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). 1p. 59192:336-59192:338.

-9109240449 Ltr Contract NRC-03-90-031 .awarding Task Order 24,to "Safety Sys
methodology Initiative Team Insp - San Onofre."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear.'1 Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194.

9109230222 Forwards evaluation criteria for licensee to use to assess adequacy of pro-
gram designed per IE Bulletin 88-008 re piping connected to RCS.Response consist-
ent

KOKAJKO.LE. Project Directorate V. 91/09/17. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 8pp. 59187:041-59187:048.

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts
50-361/OL-91-02 & 50-362/OL-91-02 on 910722-31 .No major deficiencies identified.
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison
Co. 4pp. 59224:065-59225:023.

-9109300010 Exam repts 50-361/OL-91-02 & 50-362/OL/91-02 on 910722-31. Exam
results:thirteen reactor operator applicants passed & all seven senior reactor opera-
tors passed exam.
PEREIRA.D.B. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069-59225:023.

9109270050 Ack receipt of 910830 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-206/91-19, 50-361/91-19 & 50-362/91-19.
RICHARDS.S.A. Region 4 (Post 820201). 91/09/19. RAY.H.B. Southern California
Edison Co. 2pp. 59216:233-59216:247.

9109270122 Provides corrected Relief Request B-7 for First Ten-Year Interval Inservice
Insp Program.per 910626 & 910814 Itr.

ROSENBLUM.R.M. Southern California Edison Co. 91/09/24. Document Control
Branch (Document Control Desk). 12pp. 59235:259-59235:270.

R. Periodic operating reports & related correspondence

9109030192 Forwards "San Onofre Nuclear Generating Station Semiannual Effluent
Rept,Jan-June 1991." Rev 6 to "ODCM Nuclear Generation Site Unit 1" & Rev 23 to
"ODCM Nuclear Generation Site Units 2 & 3."

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control
Branch (Document Control Desk). 2pp. 58950:001-58951:025.

-9109030194 "San Onofre Nuclear Generating Station Semiannual Effluent Release
Rept.Jan-June 1991."
* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025.

for Aug 1991 for San Onofre Nuclear Generating

FARR.M.M., ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 13pp.
59139:328-59139:340.

9109180101 Monthly operating repts
Station.Units 2 & 3.W/910913 Itr.

V. Operator txamlnatlona

9109040021 Requests info re 910815 rept concerning NRC licensed SRO testing posi-
tive for alcohol following 910814 drug test.lnfo requested within 30 days after receipt
of Itr.

2IMMERMAN.R.P. Region 5 (Post 820201). 91/08/26. RAY.H.B. Southern California
Edison Co. 4pp. 58935:069-58935:073.

9109120003 Forwards Surveillance Rept SOS-108-91, "Licensed Operator Requalifica-
tion Program," documenting evaluation of nuclear training dept.per 910812 & 13 tel-
cons re util failure to conduct 1990 operating exams within required time.
KRIEGER.R.W. Southern California Edison Co. 91/09/04. MARTIN.J.B. Region 5
(Post 820201). 2pp. 59104:013-59104:022.

-9109120004 Surveillance Rept SOS-108-91, "Licensed Operator Requalification Pro-

ROBINSON.W.A., RAMSEY.M.B., BROWN.R.F. Southern California Edison Co. 91 /
06/27. 8pp. 59104:015-59104:022.

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts
50-361 /OL-91 -02 & 50-362/OL-91-02 on 910722-31 .No major deficiencies identified.
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison
Co. 4pp. 59224:065-59225:023.

-9109300010 Exam repts 50-361 /OL-91 -02 & 50-362/OL/91-02 on 910722-31. Exam
results:thirteen reactor operator applicants passed & all seven senior reactor opera-
tors passed exam.

PEREIRA.D.B., MILLER.LF. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069-
59225:023.
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F. Security, medical, emergency & fire protection plans

9109050246 Rev 81 to Procedure FNP-0-EIP-0008,reflecting on-call for remainder of
1991 & first quarter of 1992.
MOREY.D.N. Alabama Power Co. 91/08/27.11pp. 59030:339-59030:349.

9109100112 Rev 81 to EPIP FNP-O-EIP-0008 re plant notification roster, consisting of
both alphabetical & departmental listing.W/ 910830 Itr.
HUDSPETH.J.B. Alabama Power Co. 91/08/30. 150pp. 59051:177-59052:026.

9109120273 Discusses upcoming site surveys consisting of meetings w/telecommunica-
tions & emergency preparedness representatives re site communications capabilities
& feasibility of sys upgrades.

HOFFMAN.S.T. Project Directorate 11-1. 91/08/30. HAIRSTON.W.G. Alabama Power
Co. 3pp. 59092:316-59092:318.making administrative corrections.
